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a. normal

b. abnormal

Module 5-1

Lesson Topic 5-1-2

44.  Measurements used to isolate a malfunction
to a stage, circuit, or part are made at
minor test points.  Minor test points are
identified by a capital letter followed
by an arabic numeral, (Ay  fan  (ci\  etc

Refer to the minor test point table in the
MIM and list the nomenclature and location
code for each of the minor test points
listed below.

LOCATION    NOMENCLATURE
a.  B6

b.

c.

smitter section
